


f-Q; jyi&ef* 


,tY Cai*"I' 
factor V 


CoMH » lfi % IQNE»S 


COW WAfKi^- - - 

^ Gas Buoy NC |95 

V cow WATER 


Mahket 


■hew" ytOTOHiA 


#Cas Buoy N® 193 


Ship Channel 
( Oreocco to 

Ft. AT Low Water 


awov 


itional 


Industrial Hi ARF under Construction. 
Can/cx Cement C? Lt» 

2>> Miles below Loncue Pointe Chukcm 


S gHTRe 


LEJ-Ow 


sxSles 


IS Buoy No 174- 


'NS"^ iSliikN 


m Cas Bwy^ IS|OI 77 j 


MPOT 

ANAD 4 , hh’riSHHu[ 

Pi.Al^r Oli* 'I 'I 


FMCDM YICTCDMIA BwiIliCilB TP® luOMCmS P©imte 


Harbour Commissioners of Montreal 


President. 

W. G. Ross Esq: 

Farouhar Robertson Eso: 

Major David Seath, Secretary. 


BOl/ATPARfES OP THE HARBOUR, OF MONTREAL. 
8-9 EDWARD VIJ,CHAR24. 


Col. A. E. L ABELLE. 


MAY 1909. 


— Season ot Navl^l'ion. - ^ 

The Ordinary Open, Season^ of Mavit^Dor. 
is from April 2!}>f f-o November 23*A - seven 
months - anfl frequent lasts from April 
EOVi ToAforemPer 30^-b- ' 


The Western and Eastern Boundaries are defined by 
the Natural Banhs of The River St. Lawrence at Hidh 
\MdterMark. 

The Northern Boundary extends from I/i^h Water 
Mark at the extreme Northern end of T7ie Island of 
Mon^reat at Bout de Elsie., 8}^ Miles below Longue 
Pointe Church, across The River St; Lawrence . bear- 
ing due East astronomically to the Water 

Mark on the opposite shore. 

The Southern Boundary extends across The 
River St; Lawrence, fro nv HL^h Water Mark bo High 
Water Mark, 3760ft: atfove.and parallel io.The 
Victoria BrLd^. 


Present Wharf Accommodation. 


Frederick W.CowiE, M.Inst. C.E. Chief Engineer 
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29Ft: To.TOFtt Depth at Low Water Siaqe (N 1897 
23 Ft: to 27/e Ft: Depth at Low \Valer Sla^e of 1897 
20Pt: Depth and less at Low Water Sta^ of 1897 


Deltth Of Water. 


There are no Tides. The Harbour and. 
River Level during the Season of Navigation 
is highest irv May, giving an average depth of 
36 feet in the 30 H: Ship ChanneJ .and lowest 
in OctoPer and November, when the Average 
Depth iB 30 fit; Bins; Contours are shown in teet 
reduced toI/rwWater of 1397, viz: I3ft:7ins: on, 
OidLock Stll N9I of The Lachine Canal. 
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Scale of English Feet. 


Improvements are Completed 


Total 68,589. 


4000 


5000 


Scale of Miles, 


